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TABLE 4 


Adjusted Number or Deaths (Totau CoronaRV Heart Disease, .and Lu.vc Cancer) and 
Mortalitv Ratios duri.sc E-auh of Two Periods of Ti.me iv Sex. “Low" T/N 

S.MOKERS. AND SUBJECTS WhO Never S.MOKE0 ReCUUARLV 




Total deaths 

Coronary heart disease 

Lung cancer 



“Low" 

.Never 

"Low" 

Never 

“Low" 

Never 

Se.x 

Period 

T/N 

smoked" 

T/N 

smoked" 

T/N 

smoked" 



1 

. .Adjusted Dumber of deaths 



Male 

1 

1.522.3 

364.3 

742.3 

399.1 

107.0 

9.3 

.Male 

2 

853.0 

542.1 

311.0 

238.4 

77,0 

7.1 

Female 

1 

1.288.0 

979.0 

343.0 

205.6 

30.0 

12.8 

Female 

2 

1.007.0 

713.1 

278.0 

165.2 

44.0 

9.7 

Total 


4.670.3 

3.099.0 

1.674.3 

1.008.3 

258.0 

39.4 




2. Mortality ratios 




Male 

1 

I.OO 

0.57 

1.00 

0.54 

1.00 

0.09 

Male 

2 

l.QO 

0.64 

1.00 

0.77 

1.00 

0.09 

Female 

1 

1.00 

0.76 

1.00 

0.60 

1.00 

0.43 

Female 


1.00 

0.71 

1.00 

0.59 

LOO 

0.22 

Total 


LOO 

0.66 

1.00 

0.60 

1.00 

0.15 


* Never smoked cigarettes, pipes, or cigars regularly. 
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